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Members of the Wisconsin Conservation Corps Widaday work work is being supervised by the village. The 120- {gore -long 
on the Rockway Street bridge that will be a covered foot bridge bridge was built in 1925 and is expected to be finished this fall. 
over the East Twin River in Mishicot when they are through. ‘The Herald Times Reporter photo by Ron Hoerth 


